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Important: Do not connect the USB coble until Step 1 5 or the software may not 
install properly. 

Follow the steps in order. If you hove problems during setup, see Troubleshooting at the end of 
this Guide. 

mm: 15 ^±mmT-w^m usb fetji, ^5iijpjt^^5*iE?i^^$^:#o 




Remove all tape and cardboard 




CAUTION: Moke sure you remove all packing 
material or the device v/ill not v/ork properly. 




Locate components 





□ 




mum 

Windows CD 
Windows 

Macintosh CD 
Macintosh 

User Guide 
USB cable* 

USB 



print cartridges 




power cord and 
adapter 



control panel overlay 
(glossy sticker, may be 
.p^^^^ pre-attached) 



* Purchased separately. 

The contents of your box may differ. 
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Attach the control panel overlay (if not attached) 




a Bend the bottom of the control panel overlay. 

b Remove the bottom and the sticky back side from 
the overlay. 

c Lift the lid. Insert the tabs of the overlay into the 
device. Make sure the tabs are inserted correctly 
before sticking the overlay to the device. 

d Press down on the overlay to ensure it is firmly 
attached. Do not press on the LCD area. The tabs 
must be in the slots. 



d ^s.mmum., im^m-^m^ m^^s. lcd 



A 



CAUTION :The control panel overlay must be attached for the HP All-in-One to work! 



p.^^^mmmu^zj^, A-mim HPAii-in-onei 
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Connect the power cord and adapter 





Press the On button 



Important: Do not connect the USB cable until 
instructed later in this guide. 



^mm USB f^m^ 





Load plain white paper 



After you press the On button, the green light 
flashes, and then becomes solid. This may take up 
to a minute. 



mo 
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Open access door 




Lower the access door until it stops. Make sure the 
print carriage moves to the right side. 




Remove tape from both cartridges 





A 



CAUTION: Do not touch the copper-colored contacts or retape the cartridges. 



The device must be On before you can insert the print cartridges. 
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Insert the tri-color print cartridge 




a Hold the tri-color print cartridge with the blue HP logo on 
top. 

b Place the tri-color print cartridge in front of the left slot. 

c Push the cartridge firmly into the slot until it snaps into place. 



a gftH-feM^, im^ HP fmm±.^ 



Insert the black print cartridge 



rm. 




a Hold the black print cartridge with the blue HP logo on top. 

b Place the black print cartridge in front of the right slot, 

c Push the cartridge firmly into the slot until it snaps into place, 

d Close the access door. 



a Mim^m^, HP mum±o 



HP All-in-One • 5 



12 



Align the print cartridges 




13 



Turn on your computer 



After you insert the cartridges, a print cartridge 
alignment page prints. (This may take a few minutes.) 

a Lift the lid. Place the top of alignment page face 
down in the right front corner of the glass. Close 
the lid. 

b Press the Start Scan button. 

After the On light stops blinking, alignment is 
complete. 

Recycle or discard the alignment page. 




a Turn on your computer, login if necessary, and then 
wait for the desktop to appear. 

b Close any open programs. 
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Choose the correct CD 



j4#+BI^etl CD 





Windows Users: 



a Insert the HP All-in-One Windows CD. 
b Follow the onscreen instructions. 



Windows fflp: 



a MA HP All-in-One Windows CD c 



Macintosh Users: 



a Locate the HP All-in-One Macintosh CD. 

b Continue to the next step. 



Macintosh fflP: 
a JJcSO HP All-in-One Macintosh CD c 



If the startup screen does not appear, double-click 
My Computer,double-click the CD-ROM icon, and 
then double-click setup.exe. 



"CD-ROM" m t^^n^setup.exe" o 
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Connect the USB cable 



am USB tfetjg 



Windows Users: 



You may have to wait several minutes before you 
see the onscreen prompt to connect the USB cable. 

Once the prompt appears, connect the USB cable 
to the port on the back of the HP All-in-One, and 
then to any USB port on your computer. 



Windows fflp: 



USB ^mify^^^^ 



'^i^M±m^^jB, USB 

HPAii-in-one "wm^mo^, fmn^^^mm^ 

-immnmu±iiMm usb mn^o 













1. M A# iiM dcv£4 u jiMiM^ bi 














\ Hi* 1 [ hS** 1 



Macintosh Users: 

Connect the USB cable to the port on the 
back of the HP All-in-One, and then to 
any USB port on your computer. 



Macintosh fflP: 



USB 



imi^^Mi\ HP All-in-One 



m\imu±imify usb ma^. 
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Finish software installation 



Windows Users: 



>l5 



Follow the onscreen instructions. Complete the Sign 
up now screen. Congratulations! 



Windows fflp: 



\mMM±.mmmmw^ ^"signupnow 



1 


OK, 







If you do not see these screens, see Troubleshooting 
in the last section. 



Macintosh Users: 



a Insert the HP All-in-One Macintosh CD. 
b Double-click the HP All-in-One Installer 



icon. 



c Make sure you complete all screens, 
including the Setup Assistant. 
Congratulations! 



Macintosh ffip 



a JiA HP All-in-One Macintosh CDc 
b %m"W? All-in-One installer" St^c 

Setup Assistant (^sg^li) o 



Troubleshooting Software 



























1 ^ \ 



Problem: (Windows only) You did not see the screen telling you when to connect the 
USB cable. 

Action: Remove, and then re-insert the HP All-in-One Windows CD. Refer to Step 14. 



Problem: (Windows only) The Microsoft Add Hardware screen appears. 

Action: Click Cancel. Unplug the USB cable, and then insert the HP All-in-One 
Windows CD. Refer to Steps 1 4 and 15. 




Problem: (Windows only) The Device Setup Has Failed To Complete screen appears. 

Action: Verify that the control panel overlay is firmly attached. Unplug the device and 
plug it in again. Check all connections. Make sure the USB cable is plugged into the 
computer. Do not plug the USB cable into a keyboard or non-powered hub. Refer to 
Steps 3 and 1 5. 



mmmm 



i^m-. am^ windows) R^mjJi^VfMmmm usb ^mmm^o 

M'^if>}i: ^Ih^mmkA HP All-in-One Windows CD o immM 14 



RII: (iXPS^ Windows) l^M"N\\crosohmmn"M^o 

M)^*^>i : ^iii"mr^'"c USB ^m, i^.^tXX hp All-in-One Windows CDc 

if#f^^ 14 mm 15 




am^ Windows) ii\M"i9i^'^mmk"mmo 

mmmmmmo mu usb ^i!iB«it»m±o usb ^mm^m^m 



^mmim±o \m\m 3 mm 15 
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Troubleshooting 
Control Panel 



The first image shows how the control panel overlay looks after a successful setup. The second image shows 
possible problems. See below for more information. 



Correct: 



HP psc 1510 AiMn-one Alerts: 

iVlmer ■ Copier •Scanner 




I Pi&ELli Pnnt Cartridge:! 



Copy Settings 
* * Qiiality 

— ,. ^ Ajdiriil ^isfr 
^1 SpsiiaSeFii 
' ' iordaHe&i 

f Copies 



Bbck 



Cobr 



Start 
Copy 



Start Scan 




1 

2 



ii 





r HPPSC1510M-in-Orw 
1 tVlMifCoplin'-ScanMr 


h 


Check ^nt CartridgcL^^^^^J 
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Start Scan 





Alerts: 



Action: 



] The Check Paper light is flashing. 



2 The Check Print Cartridge light is 
flashing. 



E 



An E in the Copies area. 



^ The Check Paper, Check Print 
Cartridge, Start Copy areas are 
flashing. 



Check the input tray. The paper was not loaded correctly. 
Reload the paper, and then press the Cancel/Resume button. 



Make sure the tape was removed from the cartridges. Re-insert 
the cartridge and then, close the door. Press the Cancel/ 
Resume button to continue. 



Check for other lights to determine the problem. See the User 
Guide for more information. 



The overlay is not attached correctly. Refer to step 4. After 
attaching, press the Cancel/Resume button to continue. 



Printed on at least 50% total recycled fiber with at least 1 0% post-consunner paper. 
Visit www.hp.conn/support for assistance. 

© Copyright 2005 Hewlett-Packard Developnnent Connpany, L.P. Printed in []. Printed in []. 






HP PSC 1508 All-in-One 

Printer • Scanner • Copier 

n^P Jaffi ftEP 
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Check Paper I^S^K^K 

Check Print Cartridge I^SM^ 




Cancel /Resume l!l;l/«ifffj& 








Copy Settings MEpiSfi 








Plain Paper ^M^K 
Photo Paper M^n^K 






★ * 


Quality ^^HH 






/ 


Actual Size |^|l^±/J\ 

Resize to Fit mmm-^wmM-^ 

Borderless 
Copies <Sf^ 








Start Copy i!&M5P 






Black 


MS 






Color S^fe ^^^^^^^J 
















Start Scan 
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HPPSC1508 All-in-One 

Printer • Scanner • Copier 

*THP *a*s *HP 
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Check Paper fiS^K^te 

Check Print Cartridge ^fiM^ 




Cancel /Resume lX!l/««fffS& 








Copy Settings SHpiSB 








Plain Paper ^filK 






Photo Paper BS>tlK 






★ * 


Quality j^a 








Actual Size ^^^sXiV 

Resize to Fit iHSf iJil^SM^'J^ 

Borderless 5cifi-^ 












E 


Copies Wm. 




Start Copy ^^ft^P 






Block MS 






Color J^fe ^^^^^^^jj 
















Start Scan i^JafS 
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